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MISCELLANEOUS. 

On Novembef 2 , £015 during a terminal surgbcal procedure on a pig a techniciari inadvertently applied the incorr-ed 
settings cm ttie aneithetip machine which rescHed in the death ml the pig prior tq the end ot the surgical progaduna. 
The corredlve ^ preventiva measures end additional oversight pul Irt place are appropriate. Correclad. 


Inspection and exit brieting conducted w*t)h the Attending Veterinarian, Additional exil briefing conducted vwtti the lO 
arxl CEQ via email on July 3, 201 &. 
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